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Exhibit Wo: 58-12 


To Gontract HF HC Tnx6 $2 


ates April 27, 1959 


25X1A9a 
(Contracting Officer) 


Item Part 
ake No. _Nomenclature = Qty. Unit Price Total Price 
‘ os : 
1% $621BL Pressure Suit Le; $25.63 * $ 25.63 
2 S621BL Pressure Suit 12 $25.61 $307.32 
25X1A 
Total Subcontract charges Gear taeo $255.21 
G& A @ 18.6% 47.47 
Profit @ 10% 30.27 
Total charges ' $332.95 S 
nn Liver 


rices are fair and reasonable and this 
Exhibit is herebv approved, Contractor warrants prices conform to the 
price formula in effect to date of the 
| Exhibit, 
$ 332.98 


25X1A9a 
SIGNE 


25X1A5a1 
a erenioorerer tormenta nape canara ‘ en ae B Hi — i 


(CONTRACTING OFFICER) SIGNED: 
Approved For Release 2000/08/1 6aisGlA-RDP81B00878R000500130110-6 (CONTRACTOR ) 


G27) 


